« 


: Par it, 
Approved For Release 1999/09/10 : g ‘ bain! CoA 
— * y bei it! 


—_ 


301310001-2 ES 7% 


0 
~~ 


PRESENTATION FORM FOR GRAPHIC MATERIAL 


(Submit to HQ-00/C In triplicate with process shaet attached) 
DIST: ORIG-GRAPHICS; DUPL-CASE FILE; TRIPL-SOURCE FILE; QUAR-FO RECORD 
AREA 


21 April 1953 


Philippine Islands, Luzon 


SUBJECT 
Boiler for Cebu Cement Company's La Union Installation 


aos pg a ee Sa 


[=X] Lown 


NUMBER OF ITEMS AND CATEGORY (Stitl photographs, nagatives, or slides} 


3 black and white still photographs, 34 x 43" 


DESCRIPTION OF MATER) AL 
DATE OF EXPOSURE September 1952 


1-2. Japanese Marine type boiler which is being installed at the 
Gebu Cement Company's La Union Installation, Northern Luzon, 
Philippine Islands. This boiler is going to be used at the 


Cebu paper plant at Naga. 


¥ type dock at Naga, Cebu Island, taken from the Cebu Cement 
Company's guest house. The dock is used as a receiving and 
shipping point for the Cebu Cement Company. 
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